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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 136774 

ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO COME-OO DODE-OO NSAE-00 
USIA-06 TRSE-00 ERDA-05 CIAE-00 ACDA-07 /038 R 

DRAFTED BY EB/ITP/EWT - LROSS:JAS 
APPROVED BY EB/ITP/EWT - RPRACHT 
COMMERCE/OEA - RGAREL 
RPE 

140233Z 056846 /64 

R 132233Z JUN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

CONFIDENTIAL STATE 136774 

USOECD, EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UR, US 

SUBJECT: US OPTICAL PARAMETRIC OSCILLATOR TO USSR-IL 1522 
REF: A) PARIS 16989, B) COCOM DOC (77) 416 (A-2226) 

1 . IN REFDOC PARA 3, LINE 2, ADD A PERIOD AFTER THE WORD 
"LASER". LINE 3 SHOULD READ, "THE CMX-4 DYE LASER SYSTEM 
IS CAPABLE ... " 

2. IN PARA 4, LINE 2, THE FOLLOWING SHOULD BE INSERTED 
AFTER THE WORD "FROM": "0.76 TO 2.6 MICRONS. WITH THE IR 
ACCESSORIES, HIGH INTENSITY RADIATION FROM ... " VANCE 
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Sent Date: 13-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
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ISecure: 1 
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Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: CONFIDENTIAL 
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Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
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